. 


,,------------------------------------------------------------ 
,. 
~ Work Order ID 
75585 


Wednesday, October 26,2011 
8:19:55 AM 
Page 1 


Item ID: 
D4022-5 


Revision 
ID: 


Item Name: 
Thermal Switch 


Start Date: 
10/26/2011 


Required 
Date: 
10/28/2011 


Reference: 


Start 
Qty: 
10.00 


Req'd 
Qty: 
10.00 


Accept 


*10* 
*10* 


*NQOOOA.0100* 


Cust Item ID: 


Customer: 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Approvals: 
Process 
Plan: 


QC: 
~ 


Date: //:/fJ-,;lt 
Tooling: 
f 
Date:____ 
SPC (YIN): 


Date: 


Date: 
_ 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Memo 


Issue P/O: !2,25<;- 
Purchase 
part as per Dwg 04022 
Part #: T23AI25BSR2-15 
Possible Supplier: NEWARK 
Material release note required 


Sequence 
IDI 
Work Center 
ID 
-I Draw Nb, 


D4022 


100 
*1 ()()* 


Purchasing 


Purchasing 


Operation 
Description 


Revision Nbr 


AU/R 


Set Upl 
Run Hours 


0.00 


0.00 


ToolID 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


110 
*11 ()* 
Packaging 


Packaging 


Receive & Inspect for Damage & Mat'[ Certs 


Memo 


0.00 


0.00 


Page 2 


Setup 
Start *N~ 1* 


Stop *N~?* 
*NQ00040100* 
Accept 


~========================================================== 
.r 
..•.Work Order ID 
75585 


Wednesday, October 26,2011 
8:19:55 AM 


Item ID: 
D4022-5 


Revision ID: 
Item Name: 
Thermal Switch 


Start Date: 
10/26/2011 


Required Date: 10/28/2011 


Reference: 


Start Qty: 
10.00 
Req'd Qty: 10.00 
*10* 
*10* 


Cust Item ID: 
Customer: 


Approvals: 
Process Plan: 
_ 


QC: 
~ 


Date: 
_ 


Date: 


Tooling: 


SPC (YIN): 


Date: 
_ 


Date: 


Run 
Start 


Stop *NR1* 
*NR?* 


Sequence IDI 
Work Center ID 


120 
*1 ?O* 
QC 


Quality Control 


Operation 
Description 


QC6-1nspect 
dimensions 
to drawing 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


ToolID 
Tool # 
Plan 
Code 
Accept 
Qty 
(il8) 


Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


Memo 
0.00 


IdentitY as per dwg & Stock 
Location:~ 
D. 
0.00 
130 
*1 ~O* 
Packaging 


Packaging 


140 
*1 L10* 
QC 


Quality Control 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 


~_~ 
(D~_. 


piIVJ 11;'4ff 


~I-WS) 


Work Order ID: 
75585 


Parent Item Name: 
Thermal Switch 


, Pick1ist Print 


Required Date: 10/28/2011 


Required Qty: 10.00 


Start Date: 10/26/2011 


Start Qty: 10.00 


*7~~R~* 
*n4n??-~* 
D4022-5 
Parent Item: 


Wednesday, October 26,2011 
8:20:02 AM 


Comments: 
IPP rev A 09.12.23 
new Issue Prelim EC verified by: DD 
10.05.17 as per ECNI0-562 DD verfEC 
IPP Rev:B 


Component Item ID/ 
Item Name 
Replacement 
Mfg/ 
Item ID 
Purch 
Bin 
Primary 
Item 
Location 
Last 
Location 
Route 
Seq ID 
Unit of 
Measure 
Qtyon 
Hand 
Qty per Kit 
Total 
Qty 
Qty 
Issued 
Date 
Issued 
Status 


thermal switch 
*T?~A 1?~R~R?-1 ~* 
** 


0.0000 
Each 
110 
No 
Purchased 
T23A125BSR2-15 


.•. 


o 


c 


8 


DART AEROSPACE 
PART 
NUMBER 


04022-5 


JOHN 
CAMERON 
AVIATION 
PART 
NUMBER 


REF JCAlM47/D3/SHT 
13 


6 


SPECIFICATION CONTROL DRAWING 


3 
2 


o 


c 


DART 
SUPPLIER 
ALTERNATE 
TEMPERATURE 


PART 
NUMBER 
POSSIBLE 
SUPPLIER 
PART 
NUMBER 
PART NUMBER 
WHEN 
SWITCH 
OPENS 


FARNELL 
1006847 
3775628 
125'F 


04022-5 
HONEST-WELL 
T23A 125BSR2-15 
3775628 
125'F 


NEWARK 
98K1992 
3775628 
125'F 


D4022-X THERMAL 
SWITCH 


ffj)t lIE It ~ C:UU 
n 2010 -05- a 5 U 


/Vv{J 


A 
NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER 
DART 
OSI 
018 
UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
0.00 
Ibs 


8 
6 
4 
3 


A 


T 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
e r 0 spa 
c e 
Hawkesbury, 
ON K6A 1K7 
Tel: 6136329577 
Fax: 613632 
1053 


PURCHASE ORDER 
fJi:3> 
Purchase Order ID P015256 


Purchase 
Order 
Date 
10/26/20 I I 


PO Print 
Date 
10/27/201 I 


Page Number 
2 of 2 


lrder 
From: 


NEWARK 
PO BOX 3247 
POSTAL STATION "A" 
TORONTO, 
ONTARIO 
M5W 4K2 
CANADA 


VC-NEW002 


Contact 
Name 


Vendor 
Phone 


Vendor 
}<'ax 


Vendor 
Account 
Nbr 


800-463-9275 
Ext.Sales 


888-55 I-4801 


Buyer 


Requisition 
Nbr 


Tax Resale 
Nbr 


Terms 


Currem;y 


FOB 


Brigitte Golden 


10127-2607 


Net 30 
CAD 


Destination-Collect 


T23A125BSR2- 
15 
thermal switch 
10/28/201 I 


Yes 


10.00 
FedEx Ovemigh 


Each 


SI.7000 
S17.00 


Special 
Inst: 
As per DWG: D4022 
Rev: A 
B75585 


Freight charge 
10/2812011 


Yes 


1.00 
FedEx Ovemigh 
S50.0000 
S50.00 


PO Total: 
$337.63 


:hange 
Nbr: 
5 
Change 
Date: 
10/27/2011 


No substitution or deviation without 
consent. 
Certificate of Conformity or Material 
Certification required when applicable 


Master Packing List 
562696 
Crder#:. 


!3iE-To .A.cet 


Number 
af C2TtO:>;: 
1 


N~mi)er of L\r;e~': 
3 
10/26/2011 


V1 659740001 
Ship u6:te: 


ReI.: 


~~:[;JT0: 
Dart Aerospace 
Ltd 
1270 Aberdeen 
St 
Hawkesbury 
ON K6A 1K7 Canada 


Sole! To: 
"BnglffeGolden 
6136325200 
bgolden@dartaero.com 


Ship-To Ac:::t: 


Bill To: 
-uartfl;erospace 
Ltd 
Accounts 
Payable 
1270 Aberdeen 
St 
Hawkesbury 
ON K6A 1K7 CA 


111fT 11111111 


Mfr part# 03-09-1011 
Mfr Name MOLEX 


Customers 
part# 
Country of Origin US 
Customer Part# 


Plug and Socket 
Connector 
Housing: 
Series:Standard 
0.093": 
No. of Positions:1: 
For Use With:1189, 
1190, 
1434, 
1973 Crimp Terminals: 
Color:Natural: 
Connector 
Mounting:Free 
Hanging; 
Connector 
Type:Plug 
& Socket 


Shipped Qty 1II1III1I1II1 


1111111111111 


3 
MFR# 
03-09-2011 
IPart, 


PLUG 
& SOCKET 
HOJSING, 
PLUG, 
NYLON; 
Series:Standard 
0.093": 
No. of 
Positions:1; 
For Use 
With:1189, 
1190, 
1434. 
1973 
Crimp 
Terminals; 
Body 


:::::::::yam~. 
(Nylon) 
~6; crnIfjjjrr[intfiHifIfir 
Ilr 


4 
MFR# 
03-09-1011 
i Part: 


Plug 
and Socket 
Connector 
Housing; 
Series:Standard 
0.093"; 
No. of Positions: 
1: For 
Use With;1189, 
1190, 
1434, 
1973 
Crimp 
Terminals; 
Color:Natural; 
Connector 


::::~:~:8Hanging;ConnectorilrillifUji 1111111111111Ilr 


To insi..;re prC)ef 
~;,.::C::" 
'..::l.,.~_~ 
Customer 
Service 
<::t 65"O-/02':Z7; 
";7C. i~<' 
eierr 
::.r,t 
To: 
_ 


Order it: 
562696 


Dete 
shipped; 


RMA#: 
. 
.'____ .~~ 
_ 


Reason 
fOi Return 


5 
MFR.T23A1258SR2-1S 
IPart; 


THERMAL 
SWITCH, 
NC, 
125°C; 
Contact 
Configuration:SPST; 
Contact 
Rating:10A; 
No. of Pins:2 


RoHS; 
Yes 


SKU: 
98K1992 
1I11111111111111111llll1l1r 


SYD 027 


